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A vacuum separator which is successfully used in connection with
any form of grinding mill, the material being elevated and dis-
charged into the hopper of the separator in the same manner as to
a bolting reel, is shown in Fig. 234. In this apparatus, which is
built by the Raymond Brothers Impact Pulverizer Co., Chicago,
111., the material is fed automatically into the center of the tailing
spout, above where the return air enters.

Separation of Gases from Liquids. If it is desired to separate
gases from liquids in which they are absorbed, the process to be

FIG. 235.   MOHR'S COOLER.
applied will be different according to whether the gas liberated is
to be used or wasted. In the former case a distilling apparatus
with condensing cooler will have to be used, while in the latter case
an evaporating apparatus can be applied. Gases that are absorbed